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Message Text 


UNCLASSIFIED 

PAGE 01 NIAMEY 00109 100959Z 

20 

ACTION CU-04 

INFO OCT-01 AF-06 ISO-OO USIA-15 /026W 

116855 

R 1 0093 1Z JAN 75 
FM AMEMBASSY NIAMEY 
TO SECSTATE WASHDC 9717 

UNCLAS NIAMEY 0109 

E.O. 11652: N/A 
TAGS: OEXC, NG 

SUBJ: INFO ON FULB RIGHT PROFESSOR MET.TF.R 

REF: STATE 2760 

1. CES NOW OFFICIALLY UNIVERSITY OF NIAMEY. COMPOSED SCHOOLS 
SCIENCE, AGRICULTURE, LETTERS, MEDICINE. HAS OVERVIEW RESPONSIBILITY 
INETITUT DE RECHERCHE SUR L'EN SEIGNEMENT DES MATHEMATIQUES AND 
INSTITUT DE RECHERCHE EN SCIENCES HUMAINES. ACADEMIC YEAR 

RUNS NOVEMBER TO JUNE DIVIDED TWO SEMESTERGM APPROXIMATELY 350 
STUDENTS 45 FACULTY. 

2. MELTER NAMED DIRECTOR DEPARTMENT MATHEMATICS IN SCIENCE SCHOOL. 
TEACHES IN FRENCH TO 13 STUDENTS. THEIR ACADEMIC LEVEL EQUIVALENT 
THIRD YEAR STUDENTS FRENCH UNIVERSITY. REQUIRED TEACH 96 REPEAT 96 
HOURS DURING ACADEMIC YEAR COMBINING LECTURES WITH SUPERVISION 
IN-CLASS PRACTICAL RESEARCH. NO SEMIN ARS.BUCHE 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 10 JAN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975NIAMEY00109 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D75001 0-0395 
From: NIAMEY 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 97501 62/aaaaccfs. tel 

Line Count: 42 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION CU 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STATE 2760 
Review Action: RELEASED, APPROVED 
Review Authority: buchantO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 31 MAR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <31 MAR 2003 by RicharJA>; APPROVED <07 JAN 2004 by buchant0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: INFO ON FULBRIGHT PROFESSOR MELTER 
TAGS: OEXC, NG 
To: STATE 
Type: TE 
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